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E.O. 11652: N/A 
TAGS: SWEL, FI 

SUBJECT: SAFETY OF DALKON SHIELD INTRAUTERINE DEVICE 
REF: STATE 134210 

1. SUBSTANCE OF INFORMATION OUTLINED REFTEL HAS BEEN 
CONVEYED TO APPROPRIATE OFFICIAL IN MINISTRY OF SOCIAL 
WELFARE AND HEALTH AND TO GENERAL SECRETARY OF POPU- 
LATION AND PUBLIC WELFARE LEAGUE, WHICH IS ONLY NON- 
GOVERNMENT ORGANIZATION IN FINLAND INVOLVED IN FAMILY 
PLANNING ACTIVITIES. EMBOFF SUGGESTED TO MINISTRY 
OFFICIAL THAT ONLY FINNISH COMPANY PRODUCING INTRA- 
UTERINE CONTRACEPTIVE DEVICES (IUDS), OUTOKUMPU OY, 
WOULD ALSO BE INTERESTED IN THE INFORMATION. MINISTRY 
WILL PRESUMABLY SEND COPY OF INFORMATION TO FIRM. 

2. MINISTRY OFFICIAL WAS ASKED TO SUPPLY TO EMBASSY ANY 
AVAILABLE INFORMATION ABOUT INCIDENCE IN FINLAND OF 
SEPTIC SPONTANEOUS ABORTION AND ITS RELATION TO DALKON 
SHIELD OR OTHER IUD. WE WILL FORWARD ANY INFORMATION 
RECEIVED. 
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